To:  Davis,  Tim[Davis. Tim@epa.gov] 

From:  Russo,  Rebecca 

Sent:  Tue  8/1 1/2015  3:02:06  PM 

Subject:  RE:  Just  an  FYI  from  Caroline  regarding  the  blanket  response  people  will  receive  when  they 

email  r8eisc@epa.gov  (which  is  where  the  "Contact  Us"  link  will  be  sending  visitors) 


Can  you  find  out  when  the  new  official  website  is  going  live? 


Rebecca  A.  Russo 

Region  8 Congressional  and  Intergovernmental  Liaison 
Office:  303-312-6757 
Cell:  303-204-1930 


From:  Davis,  Tim 

Sent:  Monday,  August  10,  2015  6:18  PM 

To:  R8  All  OCPI 

Cc:  Morin,  Jeff;  Hart,  Daniel 

Subject:  Just  an  FYI  from  Caroline  regarding  the  blanket  response  people  will  receive  when 
they  email  r8eisc@epa.gov  (which  is  where  the  "Contact  Us"  link  will  be  sending  visitors) 


Thanks  so  much  for  setting  this  up,  Caroline  and  EISC  folks! 


Here’s  the  response  people  will  receive  (except  that  the  website  will  change  on  Tuesday  morning 

to  http://www.epa.gov/goldkingmineL 


EPA  is  committed  to  working  closely  with  response  agencies  and  state  and  local  officials  to 
ensure  the  safety  of  citizens,  respond  to  concerns  and  to  evaluate  impact  to  water  contaminated 
by  the  Gold  King  Mine  Release.  EPA  is  sharing  information  as  quickly  as  possible  with  the 
public  as  experts  work  to  evaluate  any  effects  the  spill  may  have  on  drinking  water,  public 
health,  agriculture,  fish  and  wildlife. 

Please  see  our  website  for  the  latest  information:  http://www2.epa.gov/region8/gold-kiiig~mine~ 

release-emergency-response 
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Regular  updates  will  be  posted  as  they  are  available. 
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